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Date: 27-08-2022 Health Bulletin Time: 5:30 PM 


Bulletin No. 930 (since 5t" March 2020) 


A Positive Today: 92 XUI Recovered Today: 226 

XX Death Today: 00 X] Active Cases: 802 

SY Sample Positivity today: 4.32% R% Recovery Percentage: 95.30% 
I. Total cumulative Positive COVID-I9 detected since 0].0].2022: 02935 
2. Total Number (%) of COVID-I9 Patients Treated/ Cured since 0.0.2022: 98099 (95.30%) 
3. Total Number (%) of COVID-I9 patients migrated out of state since 0.0].2022;: 37I6 — (3.6 %) 
4. Total Number (%) of COVID-I9 Deaths since 0.0.2022: 3I8 (0.3I%) 
5. Number of samples found negative for COVID-I9 today: 2039 
6. Total number of samples sent for COVID-]9 testing today: 2353 
7. Total number of cumulative samples found negative since 0.0.2022;: 485724 


सुरक्षा का हम है 
और आज हमा सब सुरक्षित की ओर बढ़ रहे हैं 
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Detailed Status of Sample Tested 
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Details of Districts having Positive COVID-9 Cases 

Almora 4845 4387 28 4 426 
Bageshwar 257 205 ] 4 L 9 | I02 
Chamoli 3339 320] l] 3 24 
Champawat 986 I948 lil 2 25 
Dehradun 38465 37540 274 203 448 
Haridwar ]3993 ]368] 38 29 245 
Nainital ]3059 2689 284 3] 55 
Pauri Garhwal 5566 450 I0 20 026 
Pithoragarh 275 252] 37 4 ]53 
Rudraprayag 3028 2843 43 2 ]40 
Tehri Garhwal 2600 236 | 8 | | 8 | 448 
U.S. Nagar 9278 8905 29 | 6 | 338 
Uttarkashi ]904 ]687 25 | 6 | ]86 

Total 02935 98099 802 38 376 
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आज्ञादी का 


“नग सुरक्षा कवच 


]2 से8 वर्ष आयु वर्ग के 
लाभार्थियों को 
पहली व दूसरी डोज वथा 
8 do से ऊपर आयु वर्ग के 
सभी व्यक्तियों को 
नि:शुल्क बूस्टर डोज 
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COVID-I9 Vaccination 


27th August 2022 


* Sessions Held Today: 779 
* Number of Beneficiaries Vaccinated Today: 20248 
* Total Number of Beneficiaries Partially Vaccinated: 9096495 
* Total Number of Beneficiaries Fully Vaccinated: 8658442 
ऊ Total Number of Beneficiaries Given Precaution Dose: I70472 
Details of Beneficiaries Vaccinated in Uttarakhand 
Citizens Health Care Worker Front Line Worker ped 
Cumulative 
- , 2-4 2-4 ॥ 5 2 है ॥5-7 s n s " Precaution tst 
giis v Yrs | years ist | years 00 | and bose | Doss 6 oks m HE sn | od sree 
‘st An Dose Arel Dose Coverage Coverage | Coverage | Coverage | Coverage | Coverage Coverage Ane) Dose 
Dose Dose Coverage | Coverage 9 9 9 9 9 9 Dose 
| Almora | 20498 4534 2946 24238 384703 35925 6025 6035 9960 9768 7920] 4] 693 
Bageshwar 0453 8643 452 3294 ]86446 I7330I 25]5 2522 2323 2403 4957] 36 353 
Chamoli ]5244 I4660 975] 9428 275392 272649 3988 4025 6494 664] 898l] Jg 79] 
Champawat ]0972 9]38 ]3540 ]382 85390 7534 2257 2324 7592 7588 4082 98 359 
Dehradun 7069 49360 ]04038 83340 ॥58442 | ॥49589[] 37250 36750 30675 3352 37369] 640 3323 
| Haridwar | 74696 394]6 83956 54237 52373] | 47258 I7795 I7666 48487 48497 297i58 699 22I0 
| Nainital | 429]] 2844 5360] 42628 760395 7430l 496 40I5 202 20250 ]64486 ॥7] 3302 
| Pauri | 22785 7830 32/75] 3098 456469 439773 7927 795] 7]09 7207 7742 2] 592 
Pithoragarh ]653] ]2625 23827 228 328599 320525 4097 45 8325 8422 56377 03 924 
Rudraprayag 8965 6824 ]2634 64 74747 622] 2466 2457 2692 274 44324 2 3l8 
Tehri 23609 22043 3359 30705 402250 37]494 6254 63]9 4932 5056 938 50 ]]95 
| US Nagar | Nagar 62783 53877 93682 9032 362385 | 395644 2507 2635 3482 34096 203595 II9 2992 
| Uttarkashi | 3560 ]0664 83l9 683 237478 22850] 3463 3489 5004 5I]5 74296 25 ]84 
Total 394076 | 288028 | 534026 | 452305 | 7862i27 | 7608697 | 20740 | 20303 | 88526 | 8909 | 70472 | 202 | 8236 


